To:  Atkins,  Blake[Atkins. Blake@epa.gov] 

Cc:  Dellinger,  Philip[dellinger.philip@epa.gov];  Brown,  Jamesr[brown.jamesr@epa.gov];  Restivo, 

Angela[Restivo.  Angela@epa.gov] 

From:  Pham,  Lisa 

Sent:  Mon  8/10/2015  6:08:21  PM 

Subject:  RE:  Availability  to  Deploy  to  NM 


I’m  not  available  September  4-7 


From:  Atkins,  Blake 

Sent:  Monday,  August  10,  2015  12:20  PM 
To:  R6  6WQ-SG 

Cc:  Dellinger,  Philip;  Brown,  Jamesr;  Restivo,  Angela 
Subject:  Availability  to  Deploy  to  NM 


Please  share  your  availability  over  the  next  3 weeks  to  provide  support  on  the  Gold  King  Mine 
response.  We  especially  need  to  know  of  immediate  deployment  capability,  this  week. 


Thanks. 


Blake  Atkins 

ERA  Region  6 Drinking  Water  Section 
Chief 
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